82      DOCKETED ITEMS

9107300232 Responds to NRC 910614 Itr re violations noted in insp rept 50-309/91-
OS.Correctfve actions:Procedure 0-16-3 revised providing guidance for reviewers & list
of common tests reviewed.

NICHOLS.S.E. Maine Yankee Atomic Power Co. 91/07/24. Document Control Branch
(Document Control Desk). 3pp. 58606:168-58606:170.

R. Periodic operating reports & related correspondence

9107150150 Monthly operating rept for June 1991 for Maine YankeeW/ 910708 Itr.
HALL.S.L,   NICHOLS.S.E.   Maine   Yankee   Atomic   Power   Co.   91/06/30.   5pp.
58460:341-58460:345.

& Reportabie occurrences, LERs & related correspondence

9107080123 LER 91-006-00:on 910530,automatic reactor trip occurred due to actuation
of reactor protective sys.Caused by operator error & equipment malfunctions.Plant
startup procedure will be enhancedW/910701 Itr.

TAYLOR.J.M.,  NICHOLS.S.E.  Maine Yankee Atomic  Power Co.  91/07/01.  5pp.
58396:317-58396:321.

9107260174 LER 91-007-00:on 910625,determined that open outlet valves from compo-
nent cooling surge tanks not locked.Detailed root cause evaluation in progress.Valves
locked & controlling procedures revised.W/910719 Itr.

CROSBY.R.C.,  NICHOLS.S.E. Maine Yankee Atomic Power Co. 91/07/19. 3pp.
58650:040-58650:042.

U. Congressional/Executive Correspondence

9107220198 Forwards anwsers to questions re plant.Copy of recent insp by Augmented
Insp Team will be sent when issued

RATHBUN.D.K. Congressional Affairs. 91/06/11. ANDREWS,!. House of Rep. 6pp.
58539:251-58539:256.

9107220204 Forwards info requested re NRC insp efforts at plant.
RATHBUN.D.K.   Congressional   Affairs.   91/06/11,   MITCHELL.G.   Senate.   3pp.
58539:245-58539:247.

DOCKET 50-311 SALEM NUCLEAR GENERATING STATION, UNIT 2

F. Security, medical, emergency & fire protection plans

9107080065 Forwards Safety Insp Repts 50-272/91-15,50-311/91-15 & 50-354/91-12
on 910508-061 S.Personnel errors continue to be of concern.Mgt meeting scheduled
on 910718 in King of Prussia.PA.

BLOUGH.A.R. Region 1 (Post 820201). 91/06/26. MILTENBERGER.S. Public Service
Electric & Gas Co. of New Jersey. 3pp. 58349:108-58349:146.

-9107080068   Safety   Insp   Repts   50-272/91-15,50-311/91-15  &  50-354/91-12   on
910508-061 S.Major areas inspected:operations,radiological controls.maint & surveil-
lance testing,emergency preparedness.security & engineering & technical support.
WHITE.J.R. Region 1 (Post 820201). 91/06/24. 36pp. 58349:111-58349:146.

9107080202 Forwards insp rept 50-272/91-12,50-311/91-12 & 50-354/91-09 on
910415-19.No violations reported.

DURR.J.P. Region 1 (Post 820201). 91/06/28. MILTENBERGER.S. Public Service
Electric & Gas Co. of New Jersey. 3pp. 58386:146-58386:160.

-9107080209 Insp repts 50-272/91-12,50-311/91-12 & 50-354/91-09 on 910415-19.NO
violations noted.Major areas inspected: fire prevention/protection program & areas of
administrative controls.surveillance.maint & mods.
PAOLINO.RJ. Region 1 (Post 820201). 91/06/28. 12pp. 58386:149-58386:160.

9107220074 Rev 17 to EPIP 1013, "Emergency Response Personnel Telephone List"
* Public Service Electric & Gas Co. of New Jersey. 91/06/28. 23pp. 58515:274-
58515:296.

I. Financial information

9107170038 Forwards "Delmarva Power 1990 Annual Rept/'PECO Annual Rept, 1990"
& "Atlantic Energy Annual Rept.1990."

FRYLING.R. Public Service Electric & Gas Co. of New Jersey. 91/07/09. Office of
Nuclear Reactor Regulation, Director (Post 870411). ip. 58471:163-58471:331.

K. Utility Final Safety Analysis Report (FSAR) & amends

9107180256 Rev 11 to updated FSAR for Salem Generating Station.Units 1 & 2.W/
910702 Itr.

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/07/22. 1,350pp.
58473:001-58475:188.

P. Operating license stage documents & correspondence

9107030321 Advises that NRC offers no objection to licensee proposal to delete axial
flux difference monitor second alarm & to manually track accumulated time
penalty.per 910103 request.

STONE.J.C. Project Directorate I-2. 91/03/04. MILTENBERGER.S. Public Service
Electric & Gas Co, of New Jersey. 6pp. 58280:339-58280:344.

9107010076 Discusses 910102 Itr requesting mod of incidental take statement con-
tained in biological opinion of impacts of operations of facilities.
STONE.J.C. Project Directorate I-2. 91/06/19. MILTENBERGER.S. Public Service
Electric & Gas Co. of New Jersey. 2pp. 58257:001-58257:007.

9107020272 Forwards notice of consideration of issuance of amend to facility operating
licenses DPR-70 & DPR-75 & proposed NSHC determination & opportunity for hearing
on 901119 re storage weight of fuel.

STONE,J,C. Project Directorate (-2, 91/06/25. MILTENBERGER.S. Public Service
Electric & Gas Co. of New Jersey. 3pp, 58267:103-58267:113.

-9107020275 Notice of consideration of issuance of amend to licenses DPR-70 & DPR-
75 & proposed NSHC determination & opportunity for hearing.Amend allows storage
of V5H fuel w/max enrichment limit of 4.55 weight percent (w/o) U-235.
STONE.J.C. Project Directorate I-2. 91/06/25. 8pp. 58267:106-58267:113.

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection
sys.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/27. Consolidat-
ed Edison Co. of New York, Inc. 50pp. 58436:001-58436:051.

9107220063 Rev 12 to "Salem Generating Station Event Classification Guide."
FAWCETT.D. Public Service Electric & Gas Co. of New Jersey. 91/06/28. 14pp.
58515:317-58515:329.

9107100063 Forwards proposal for addressing conservation
recommendations.suggested by Natl Marine Fisheries Svc to potentially reduce inci-
dental take of sea turtles at plants.

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 91/07/01. Doc-
ument Control Branch (Document Control Desk). 4pp. 58393:072-58393:075.

9107120208 Responds to NRC request for addl info re Rev 1 to License Change Re-
quest 88-06 on Generic Ltr 87-09 changes.Info covers administrative controls & train-
ing.

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/07/01. Document
Control Branch (Document Control Desk). 5pp. 58423:044-58423:050.

-9107120210 Revised Spec 3.0.4 re limitations for mode changes when limiting condi-
tion for operation not met.

*   Public Service Electric & Gas Co. of New Jersey. 91/07/01. 2pp. 58423:049-
58423:050.

9107180263   Forwards   amends   127   &   106   to   licenses   DPR-70   &   DPR-75,
respectively.Amends correct administrative errors in Tech Specs.
STONE.J.C. Project Directorate I-2. 91/07/01. MILTENBERGER.S. Public Service
Electric & Gas Co. of New Jersey. 3pp. 58463:059-58463:077.

-9107180269 Amends 127 & 106 to licenses DPR-70 & DPR-75,respectively. Amends
correct administrative errors in Tech Specs.
BUTLER.W.R. Project Directorate I-2. 91/07/01. 13pp. 58463:062-58463:074.

-9107180271 Safety evaluation supporting amends 127 & 106 to licenses DPR-70 &
DPR-75,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/07/01. 3pp.
58463:075-58463:077.

9107110128 Forwards Rev 2 to NFU-0039, "Salem Reactor Physics Methods." Util
plans to utilize in-house physics & reload safety evaluation methodologies for
10CFR50.59 evaluation of Unit 2,Cycle 9.

CRIMMINS.T.M. Public Service Electric & Gas Co. of New Jersey. 91/07/02. Docu-
ment Control Branch (Document Control Desk). 4pp. 58421:267-58422:027.

-9107110131 Rev 2 to NFU-0039, "Salem Reactor Physics Methods."
SCHWARTZ.G.S., KENT.R.S., ROSENFELD.E.S. Public Service Electric & Gas Co. of
New Jersey. 91/05/28. 76pp. 58421:270-58422:027.

9107170142 Notification of significant licensee meeting 91-91 w/util on 910718 to con-
duct mgt meeting to discuss observed trend of deficient performance.
WHITE.J.R.  Region  1   (Post 820201).  91/07/05.  Region   1   (Post 820201).  3pp.
58428:040-58428:042.

9107240308 Forwards environ assessment & finding of no significant impact re in-
creased fuel enrichment in reactor,new fuel storage racks & spent fuel pool.
STONE.J.C. Project Directorate I-2. 91/07/11. MILTENBERGER.S. Public Service
Electric & Gas Co. of New Jersey. 3pp. 58521:346-58521:352.

-9107240321 Environ assessment & finding of no significant impact re increased fuel
enrichment in reactor.new fuel storage racks & spent fuel pool.
BUTLER.W.R. Project Directorate l~2. 91/07/11. 4pp. 58521:349-58521:352.

9107310027 Forwards corrected 910701 Itr re Section 7 biological
consultation.biological opinion & proposal for addressing conservation
recommendations.Wrong attachment distributed w/ Itr.

THOMSON.F.X. Public Service Electric & Gas Co. of New Jersey. 91/07/24. Docu-
ment Control Branch (Document Control Desk). 2pp. 58610:351-58610:356.

-9107310030 Corrected Itr re Section 7 biological consultation, biological opinion & pro-
posal for addressing conservation recommendations.

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 91/07/01. Doc-
ument Control Branch (Document Control Desk). 4pp. 58610:353-58610:356.

Q. Inspection reports, IE Bulletins & correspondence

9106030272 NRC Info Notice 91-035, "Labeling Requirements for Transporting Multi-
Hazard Radioactive Matls." Svc list encl.

BURNETT.R.F. Division of Safeguards & Transportation (Post 870413). 91/06/07.
Consolidated Edison Co. of New York, Inc. 83pp. 58256:118-58256:202.

9106040346 NRC Info Notice 91-037, "Compressed Gas Cylinder Missile Hazards." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 84pp. 58255:001-58255:085.

9106060294 NRC Info Notice 91-038, "Thermal Stratification in Feedwater Sys Piping."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/13.
Consolidated Edison Co. of New York, Inc. 87pp. 58297:117-58297:204.

9106110125 NRC Info Notice 91-039. "Compliance W/10 CFR Part 21, 'Reporting of
Defects & NoncomplianceV Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/06/17. Consolidated Edison Co. of New York, Inc. 70pp. 58568:164-58568:234.

 Division of Operational Events Assessment (Post 870411). 91/07/18.
